CHAPTER VII
NASEBY AND LANGPORT 1645-1646
THE " New Model " army which Fairfax commanded had a better chance of success than that of Essex. Essex had failed partly through incapacity, but partly because his forces were never properly maintained or recruited. His regiments melted away without much fighting, because their pay was always in arrears and their sup-plies irregular and insufficient. But now Parliament had rectified the worst defects of its financial system, and provided for the regular payment of the soldiers during the campaign by a monthly assessment levied on all the counties under its power. The new army consisted of eleven regiments of horse, each numbering six hundred men, twelve regiments of foot, each of twelve hundred, with a thousand dragoons, and a small train of artillery. About half the infantry was composed of men who had served under Essex, Manchester, and Waller ; the rest were pressed-men raised by the county authorities. Of the cavalry, more than half was drawn from the former army ofmwell made no objection to putting himself under Waller's com-
